Look closely. Their dc ion motor requires the Edison Effect collectorBe a 
conductor. My motor looks like theirs but look at what theVolt ohm meter is 
saying. At the 2 meg ohm value 0 current. MyRebalser to them is science 
fiction. They were taught that the collectorls supposed to read short circuit. 
Yet you have seen this deviceGenerate a thrust. 


